Introduction to Urinary 
Imaging 
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Methods of Examination of the 
Urinary system 


e Plain radiography. 

e 1.V.U (Descending or excretory urogram): 
— i-Single, double or triple dose IVU in one shot. 
— ii-Infusion IVU. 
— iii-High dose IVU. 
— iv-Hypertensive study pyelogram for renal artery stenosis. 
— v-Nephro-tomogram. 

e Ascending (retrograde) pyelogram. 

e Renal angiography. 

e Renal phlebography & IV cavography 

٠ Ultrasound 

e CT scan 

e MRI 

。 Scintigraphy 

e Cine radiography 
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Normal X-ray of the Abdomen 


KUB - PUT 


Normal IVU 


Normal US & CT of Kidney 


Congenital Anomalies 
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Duplication of The ureters (Duplex Ureter) 
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Horseshoe Kidney (CT) 


Ectopic Kidney 


Fused Kidney 


Solitary Kidney (DD) 


PUJ obstruction 


Renal Cysts 


Taita University Hospitals = Sudiolosgy ੨੪ naging Depäirimeni 


Simple renal Cyst 


Simple renal Cyst 


Kidney 


Calcular disease 
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Renla Stone 


Renal Stone 


Stag Horn Stones 
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Ureteric Stone 


UB Stone 


SAG BLADDER 


Lower end Ureteric Stone 


Renal Stone 


UB Stone (In diverticulum) 


Renal Masses 
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Renal Trauma 
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Urinary Bladder 
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Cystitis 


UB Mass 


UB Mass 


UB Mass 


UB Diverticulum 


UB Diverticulum 


UB Stone (In diverticulum) 


Prostate 
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Prostatic Cancer 


